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INTERIOR  VIEW  OF  PROTESTANT i 

The  Protestant  Chapel,  with  seating  fbg£900  c^^s.Oj 
is  the  largest  of  the  three  principal  Wo«hi»q*50)s.  / 
Flanking  each  side  of  the  nave  areVp  jde*ws  (of 
American  walnut.  Stained  glass  panels^ 
area  with  multi-colored  light.  The  cross  . 
above  and  behind  the  altar  is  constructed  of  alum-  « 
inum  and  is  over  46  feet  high.  The  excitingly  beauti-  £ 
ful  Air  Force  Academy  Chapel  is  located  just  north  j 
of  Colorado  Springs,  Colorado.  > 
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